STATE OF NEW HAMPSHIRE 
2017 Statement of Income and Expenses 
for LOBBYISTS 
(RSA Chapter 15) 

PLEASE PRINT 

l. Name of L.obbyist(s) 

n. Name of lobbyist*s partnerahipf firm or corporation, if any: 

— CanomrinMr u-C __ 

(Name of partnenbip, finn or coipontion) 

_ Coiitei£3> _A/H_ 

Business Address: (Street) (Town/Chy) (State) (Zip Code) 

(^) a.50-2H32- _ ( )_e-m«il '\cu»se^ aA 

m. This statement covers: (Choose one — file separate reports for each client, OR yon may file a separate report for 
reportable expense transac^ns which are not aCtribntable to any one client). 

Z AH reportable transactions occurring in the months prior to the reporting date relative to the following client: 

AlL'^hdP ^ _ 

(Full Naxoe of CUem as it aj^>ean on die Lobbyist Registiatios Foim) 

OR 

G All reportable transactions by the lobbyist (including die lobbyist’s feraily), or the lobbying finn listed below which are 
unrelated to any particular client. 

rv. Date of Report April 26,2017 D July 26.2017 ^ 

Rtpora cover: activity friam date of r ^; is tra t iom to i/51/17 activity from 4/1/17 to 6/30/17 

October 25,2017 0 January 31,2018 □ 

activity from 7/1/17 to 9/30n7 aMtyfrom 10/1/17 to 12/31/17 

V. There have been no fees received and no reportable transactions made since the last r^ort u 

If this box is checked, complete Just diisform and submit it to the Secretary of State's Office. State House. Room 204. 
Concord. NH 03301. 

VL Check if additional reports are attached: 

£ If you have received fees or made esqpenditures, you must file Addendum A- Fees and Expenses 

0 If you have paid an honorarium or reimbursed expenses, you must file Addendum B- Report of Honorariums or 
Expense Reimbursement 

^ If you, your firm, or your family has made political contributions, you roust file Addendum C- Political Contributions 



received 

JUL 25 2017 

NEW HAMPSHIRE 
DEPARTMENT OF STATE 


Sworn Statement/Affirmation by Lobbyist 

I have read RSA IS, RSA 15-B, f^AJA^C and RSA 664 and hereby swear or affirm that the foregoing information is true 
coraplefTt^Hie best otasyifiowMgc and belief. 


(Signhpne of lobbyist) 
(Print Name of lobbyist) 


hin 


(Dale) 



— 50-9 



STATE OF NEW HAMPSHIRE 

Lobbyists Fees and Expenses 
Addendum A 

(RSA Chapter 15:6) 

I. ^ ^ ^ ^ ^ 

II. N,m« of lobbyist's partnership, firm or corporation, if any: 

- ifffiWfgt. n f. 

(N»ine of partnerehip, finn or corpowion)-- - 


r^tzceiVED 

JUL 25 Z 017 

NEW HAMPSHIRE 
apartment Of- STATE 


III. 


-AAbitUl^fL 


iV. Fees Received 

Jo - "y* 


«)$ n^.roo.oQ 


I by any expenses: 

a) Total of all fees received in this reporting period 

c) Total of all fees received to date 
(Add lines a and b) 


d) IndiMK tf«, amount of any such fe« that an due, but have 
yet been paid 


not 


c) s 

d) $ 


V. Expenses: 

fees*^required to r^n all expenses made from lobbying 
the lobbyi$t(s)/firm that are unrelated to anv rtnr- ^ client and if expenditures are made by 

Eapenn. am u, be repon^S “2^0^ 0 “*=. 'T ^ 

dunng the reporting period for salaries, benefits suDoort sta^nd rxtr ^ total of all expenses paid 

individual expenses where the expenditure was of or expenses; (b) the aggregate total of all 

lunch where the cost was $25.00 ^esnurchase^of fwiSfl v^h jneak purchased during a business 

being lobbied, purchase of a ceremonial object civen to a oensnn tva- *i person 

(c) an itemized statement of each individual cxoLljiiini being lobbied with a value of $25.00 or less); and 

any purpose not covered by (a) (for example- Durchasc of « reiwiting penod of greater than $25.00 for 

ceremonial object to be gi^ to the suS o/iowl^ of a meal with value of greater than $25, purchase of a 
r«..umu. expiusrt for 

conbibrtiomwinbcrcponedonsqJniJdumsK-SrdJrS^^^^^ " 


suppon sum and office expenses, Klaied directly or indirectly to lobbyini 


b) Total aggregate of expenditures during ftis 
in a), of $25 or less. 


reporting period , not reported 


c) Total of all itemized expenditures reported in detail in section VI. 


a) $ 

b) s /Vr>f 

c) S 


d) Total expenses for this reporting period 
(Add lines a, b and c) 


d)S IZ^6o.a> 


f) Total ofall expenses year to date . , lO «/ #. / > 

0 $ 


VI. Otiier Expenses: 

period, includiig'^^^d oi '*>“ “5 mado ftom lobbying f«s during this reporting 


Paid to: 


Amount: 



$ 

S 

S 

5 

$. 

$ 


Sworn Sutement/Affirmation by Lobbyist 


(Signature of lobbyist) 
(Print Name of lobbyist) 


^ 


*?rca y> 



